Arlington Town Meeting — Substitute Motion 


ARTICLE NO. 19. Dated: April 25, 2022 


I, Paul Schlichtman, do hereby submit the following Substitute Motion under 
Article 19 : 


VOTED: 


That the unnamed public way located between 49 Spring Street and Route 2 Frontage Road 
in Arlington, Massachusetts be designated as Magliozzi Boulevard. It is further voted that 
the Department of Public Works shall create and install a sign at each end of the public way 
that reads, “Magliozzi Boulevard” consistent with the designation. 


Signed: 


Paul Schlichtman , Precinct 9, 


Date Voted: 


Action Taken: 


